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UNITED STATES GOVERNMENT PRINTING OFFICE 
: Washington, D. C. 20401 


Government Printing Office Notice 640-1 
Subject: Wage Change (Federal Wage System, Dallas-Fort Worth, Texas) 


1. Purpose. This Notice promulgates a wage change for all employees 
stationed in the subject area, paid on the basis of the Federal age Svstem 
wage schedule. 


2. Background. A new Federal Wage System Regular Wage Rate Schedule for 
the Wage Change (Federal Wage System, Dallas-Fort Worth, Texas) Wage Area 
has been published. Wage Grade employees in this area are paid according 
to this schedule. 


3. New Hourly Rates. The wage schedule below will become effective 
February 3, 1974. 

4, Adjustment. It is further directed that all hourly wage rates shall be 
adjusted to the nearest cent, countine one-half cent and over as a whole 
cent. 


5. Cancellation. This Notice is canceled for record purposes on January 16, 


1975. 
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Federal Wage System Regular Wage Schedule for the Dallas-Fort Worth, Texas, Wage Area 
WG RATES 
Grade Step 1 Step 2 


ccc meee ec cceces $3.05 $3.18 


eoeeeeneeeeeves 3.29 
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Effective Date: 3 February 1974 
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